Loma Linda meaning: Hill Beautiful 


THE LOMA LINDA SANITARIUM 
and HOSPITAL 

is located sixty miles east of Los Angeles, 
midway between the cities of Redlands and 
San Bernardino, in the beautiful San Bernardino 
Valley. Has an altitude of twelve hundred 
feet and a rare combination of valley, desert 
and mountain climates. 

Come where thousands have found 
rest, relaxation and health. 
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